... by Bolex! 


R. 


ee Winners 
wl ae dD 
Y 


Bolex — 


Three of the World’s 


Whether you choose the 
lower priced S1 camera, 


to film. The K2 camera 
provides the extra 


sulphide photo resistor can 
be adjusted to film 


the prize winners’ camera! 


In film competitions, all over the 
world, owners of Bolex cameras walk 
off with prizes and awards! 


finest zoom lenses! 


The unrivalled mechanical and optical 
performance, reliability, versatility 
and convenience have made 

Bolex the favourite camera for those 
who appreciate precision engineering, 
and those who aspire to produce top 
quality films. 


Bolex Zoom Reflex Automatic ‘ 
Sl, P4 and K2... 


Paillard offers three 8 mm cameras 
designed for the connoisseur. Styled 
with great elegance, all three models 
have a fully automatic diaphragm, 
reflex viewfinder and a zoom lens. 
Equally suitable for beginners and 
experts, this distinguished trio meets 
the highest standards of quality and 
workmanship. 


the new P4 or the 


luxurious K2, your images 
are recorded by a zoom lens 


of exceptional quality. 
Perfectly sharp, well 
contrasted, color-true 


pictures are assured at any 


focal length. A simple 


movement of the zoom lever 


quickly and accurately 


frames the scene you wish 


S1 camera : Schneider- 
Variogon zoom lens 
9-30 mm f/1.8 


convenience of Power- 
Zooming. You can move 
in to your subject, move 
away from it, or move along 
with it, thereby achieving 
smooth zoom effects. 

The diaphragm adjusts 
automatically and reacts to 
changes in the brightness 
of the subject, even while 
shooting. The cadmium 


P4 camera : SOM-Berthiot 
Pan-Cinor zoom lens 
9-36 mm f/1.9 


sensitivities from 10 to 

400 ASA (10 to 200 ASA 
on the K2). For special 
effects, the diaphragm can 
be controlled manually. 

On the K2, it is furthermore 
possible to restrict the 
movement of the automatic 
diaphragm control. 


K2 camera : Kern-Paillard 
Vario-Switar zoom lens 
8-36 mm f/1.9 (designed 
exclusively for Bolex 
cameras) with Power-Zoom. 


The optical system of the S1 camera 


The Variogon 9-30 mm f/1.8 zoom lens 
gives excellent results. Since the maximum 
focal length is limited to 30 mm, setting 
of the focusing ring for an estimated 
distance gives sharp, clear pictures. 

The minimum filming distance is 4 ft. 
but two close-up attachments are 
available. One provides a filming range 
from 4 ft. down to 2’2’’. The second is 
used at distances from 2’2” to 1'7". A 
supplementary wide-angle lens, the 
Vario-Curtar 0.75 x modifies the range 
of the zoom lens from 6.75-22.5 mm 
for greater wide-angle coverage. 


The optical system of the P4 camera 


The Pan-Cinor 9-36 mm f/1.9 zoom lens 
guarantees impeccable picture quality at 
every focal length. You can film as close 
as 3’4” and, with a close-up attachment, 
down to 2’. The supplementary 
wide-angle lens, the Hyper-Pan 0.8 x 
provides greater wide-angle coverage 
from 7.2-28.8 mm. 


The optical system of the K2 camera 


The Vario-Switar 8-36 mm f/1.9 zoom 
lens comes from the distinguished range 
of Switar lenses by Kern. Comprising 

16 coated lens elements, mounted in high 
precision mechanical components, it 
ensures quality which at every focal 
length is equal to that obtained with the 
best fixed focal length lenses. With this 
superb lens, the focusing range goes 
down to 2’4’’; you can thus film close-ups 
without a close-up attachment. The 
diaphragm aperture is adjusted 
automatically and the light is measured 
through the taking lens. 


With the clear reflex viewfinder of the 

S1 camera, you keep perfect control over 
every picture. The diaphragm openings 
are visible in the viewfinder for a constant 
control on the lighting conditions. A 
warning signal indicates if light is 
insufficient or too strong. A rubber 
eyecup, supplied with every Bolex 
camera, ensures comfortable viewing. 


The clear reflex viewfinder of the P4 
camera incorporates a coincident image 
rangefinder which eliminates focusing 
errors. If the focusing ring is incorrectly 
set, the image appears blurred in the 
viewfinder. The diaphragm openings are 
visible in the viewfinder and a warning 
signal indicates if light is insufficient 

or too strong. The eyepiece adjusts 

to individual eyesight. 


The large-sized reflex viewfinder of the 
K2 camera is fitted with a fine 
ground-glass focusing screen which makes 
for maximum focusing accuracy. This 
viewfinder lets you see not only what 

is covered on the film but also the 
surrounding area. You can see distracting 
elements in the finder before they come 
into the picture area and ruin your scene. 
You can be sure of framing the subject 
correctly and pressing the release at 
exactly the right moment. A red warning 
bar appears in the centre of the viewfinder 
when light is insufficient. The eyepiece 
adjusts to individual eyesight. 


Bo 


ex, the prize winning 


Bolex Zoom Reflex Automatic $1 
with Variogon 9—30 mm f/1.8 zoom lens 


Swiss Precision of the famous Bolex mechanism. 
Like that of a Swiss chronometer, 
every component is calculated with 


Coming from the country of high the closest accuracy, manufactured 
precision watchmaking, Bolex cameras with infinite care, and subjected to the 
have won world renown for their most exhaustive tests. High precision 
quality, sturdiness, reliability under engineering and outstanding optical 
the most exacting conditions, and quality: the Bolex formula for 
extreme versatility. Here is the heart decidedly superior results. 
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Bolex, the prize winning camera 


Bolex Zoom Reflex Automatic P4 
with Pan-Cinor 9—36 mm f/1.9 zoom lens and — | 
viewfinder with coincident image rangefinder 


Bolex Zoom Reflex Automatic S1 
with Variogon 9—30 mm f/1.8 zoom lens 


ig camera 
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Bolex Zoom Reflex Automatic P4 } Bolex Zoom Reflex Automatic K2 

with Pan-Cinor 9—36 mm f/1.9 zoom lens and ~ with Vario-Switar 8—36 mm f/1.9 zoom lens, 

viewfinder with coincident image rangefinder _ Power-Zoom, ground-glass focusing screen 
and light measurement through the lens 


Bolex cameras 
give your talent 
unlimited scope 


Bolex Zoom Reflex 
Automatic S1, P4, K2 
— all three models 
are distinguished by 
the most advanced 
technical features: — 
variable shutter, film 
rewind, a range of 
filming speeds, 
continuous and 
single-frame filming. 


One of the most 
highly prized features 
is the variable 
shutter, which enables 
you to produce many 
original effects. Here 
is a fade-in, used at 
the beginning of a 
sequence — starting 
in darkness, the 
picture gradually 
becomes bright and 
sharp. 


And here is the 
reverse effect: a 
fade-out, to conclude 
a sequence — the 
picture gradually 


darkens until it fades 
from sight. 


By closing the variable 
shutter partly, you 
can film in bright 
light (snow and water 
scenes) without having 
to close down the 
diaphragm fully. 


Another advantage of 
the variable shutter is 
the possibility it 
provides for achieving 
artistic effects. 
Backgrounds can be 
blurred to emphasize 
the principal subject. 


Used in conjunction 
with the variable 
shutter, the rewind 
system with audible 
frame counter makes 
it easy to produce lap 
dissolves — a pleasing 
and professional way 
to link two consecutive 
scenes. 


Single-frame filming 
can be used for 
accelerated motion as 
well as all kinds of 
trick effects: 
animation, moving 
titles, making people 
and things appear and 
disappear, etc. 


Slow motion and 
speed-up effects are 
possible with all Bolex 
cameras because of 
their filming speeds 

of 12, 18 and 40 f.p.s. 
The K2 camera has a 
fourth filming speed 
of 24 f.p.s. The 
diaphragm opening 
adjusts automatically 
to different filming 
speeds, so reliably 
that you can even 
change speeds while 
filming. 


The footage counter 
shows you how much 
film has been exposed. 


Continuous filming 
enables you to include 
yourself in the picture. 
The safety lock 
eliminates the 
possibility of the 
camera starting 
accidentally 


A projector worthy of 
your camera: 
the Bolex 18-5 Automatic 


To do full justice to your films, you 
should choose a projector with the 


same care as you choose your camera. 


The Bolex 18-5 Automatic projector 
is a high-precision instrument, 
ensuring bright, faithfully reproduced 
pictures, perfectly sharp over the 
entire area. Extreme ease of operation 


Normal projection speed is 18 f.p.s. 
You will be delighted how bright, well 
contrasted and steady your pictures 
appear on the screen. A room light 
can be plugged into the projector, 
which then switches on and off 
automatically. 
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is another of its features. Automatic 
threading through a specially designed 
film transport system safeguards your 
films from all possible damage. 

The Bolex 18-5 Automatic projector 
is the ideal partner for your Bolex 
camera. It will give complete 
satisfaction and endless enjoyment. 


An outstanding feature of the 

Bolex 18-5 Automatic projector is 

its famous 5 f.p.s. slow motion, which 
enables you to enjoy every detail of 
an interesting scene, to catch fleeting 
expressions, and analyse the various 
phases of movements. 


The Bolex 18-5 Automatic projector 
can be equipped with a fast f/1.3 
Paillard-Bolex Hi-Fi fixed focal 
length lens — 15 mm or 20 mm — 
or with the famous f/1.3 
Paillard-Bolex Hi-Fi zoom lens 
12.5-25 mm, with which it is possible 
to adapt the size of the picture to the 


Reverse projection produces amusing 
and unexpected effects that will 
delight your audience. The diver 
springs out of the water, people walk 
backwards, etc. Reverse projection 
also makes it possible to show an 
interesting scene a second time. 


size of the screen or the projection 
room without moving the projector. 
This remarkable lens with its 12 lens 
elements provides the widest zooming 
range of any zoom projection lens 
available to date, and endows the 
Bolex 18-5 Automatic projector with 
greatest flexibility. 
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In addition to the close-up lenses and 
wide-angle attachments already 
mentioned, the following accessories 
are available: 


Bolex Carrying Cases 

Smart and practical, can also hold 
spare reels of film and various 
accessories. 


Bolex Monopod 

This inexpensive device provides 
stability and easy portability. 
Length 61” ext. 23’ collapsed. 
Weight 11 oz. 


Bolex Automatic Selftimer, Model B 
It starts the camera operating 

6 seconds after the timing mechanism 
has been set, for a scene of from 

5 to 20 seconds and then stops the 

« take ». 


8’’ Cable Release 
Highly recommended for single frame 
filming. 


Bolex Projection Reel 

The new Bolex projection reel with 
400 foot film capacity allows for 
extra fast film insertion. 

It fits standard 8 mm projectors and 
comes in a handsome plastic case. 


The Bolex H8 Reflex camera, unique 
in its class, is known as « the 8 mm 
camera that meets professional 
requirements ». It offers the same 
advantages as the world-famous 

16 mm cameras. (Folder available on 
request.) 


After-sales service 


Bolex is backed by a world-wide 
organization offering service all 
over the world. If ever the need 
should arise, apply to the Bolex 
distributor. He employs qualified 
technicians, usually trained in the 
Paillard factories in Switzerland. 


Paillard S.A. 
Sainte-Croix (Switzerland) 


SOMMERS CAMERA EXCHANGE, ING. 
714 - 14TH STREET, N. W. 
WASHINGTON 5, D.C. 


Paillard Incorporated 
1900 Lower Road, Linden, N.J. 


Paillard S.A. reserves the right to modify, without prior notification, 
the appearance and specification of any of the cameras, projectors and accessories described in this catalogue. 
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